INSIDE THE ROVE TUNNEL

Connecting   the  port   of   Marseilles,   France,   with   the  River   Rhone;   4-;iJ   miles   long,   80

wide, canal 15 feet deep

feet
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HOLLAND TUNNEL UNDER HUDSON RIVER

The steel cylindrical tube is lined with concrete and spaces outside the traffic way are used for
ventilating flues, conduits for lighting, wiring and other services